DART AEROSPACE LTD 


Description: Fwd Wearplate Assembly 
Inspection Dwg: D3847 


Rev: D 


INSPECTION SHEET 


Work Order: 
Part Number: 


D3847-045 
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E A Tolerance imona Accept- Reject epscien Comments 
0.188 +0.005/-0.001 
0.300 +/-0.010 
0.300 +/-0.010 
2.45 +/-0.030 
3.280 +/-0.010 
4.13 +/-0.030 
1.69 +/-0.030 
15.80 +/-0.030 
31.61 +/-0.030 
8.49 +/-0.030 
18.00 +/-0.030 
| 3498 +/-0.030 
0.050 +/-0.010 
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Measured by: Checked by: QC Inspector: 
Date: Date: | Date: 
Engineering Approval: | Date: 


If necessary) 


| Change 
| New Issue 


Rev Date 
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